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MINISTRY OF FOREIGN TRADE AND SUPPLY 
(Department of Foreign Trade) 

NOTIFICATION 
New Delhi, the l£Jh April 1309 

8.0. 1431—-la exercise of the powers conferred by section 17 of the Export 
(Quality Control aid Inspection) Act, 1963 (22 of 1063), the Central Government 
hereby makes me tcllowlrg rules to amend the Export of Mica (Inspection) Rules, 
1969, namely:— 

1 . Short title and commencement-—(1) These rules may be called the Export 
of Mica (Inspection) Amendment Rules, 1969. 

(2 ) They ohall come Into force with effect from the 15th April. 1969. 

2. In the Export of Mica (Inspection) Rules, 1969, alter clause (lii) of sub-rule 
(d) of rule 2 the following shall be added, namely:— 

“or, 

(Iv) the sample, submitted by the export* r declaring it as an approved 
iu> ip]e of the buyer." 

{No. F. 60(71)/Exp.Insp./e8.) 

P. C. ALEXANDER, Jt. Secy. 
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